Presbyterian  Church  and  Historic  Oak,  Basking  Ridge,  N.  J. 
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THE  ORIGIN  OF  THIS  OLD  CHURCH  dates 
back  to  1702.  The  present  structure  was  built 
A.  D.  1S39  on  the  site  of  the  former  one  reared 
A.  D.  1719  where  stood  the  ancient  Log  Church. 

THE  HISTORIC  OAK  estimated  four  hundred 
years  old.  Its  branches  extend  130  Feet  Irom  tip 
to  tip.  Noted  for  its  large  trunk,  being  23  feet 
and  7  inches  in  cirumference.  Geo.  Washington, 
during  the  Revolutionary  War  ate  dinner  beneath 
it  one  day. 
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1' outage:  I 
Dnitcd  States,  and  j 
Island  Posses.sion8. ' 
(Juba,  Canada  and  I 
Mexico 

One  Cent. 


For  all  other 
Countries 

Two  Cents. 


